| BILL NO. S-69-01- 0+ 
SPECIAL ORDINANCE NO. S-/G9/-€9 
AN ORDINANCE approving a contract with ITE 
IMPERIAL CORPORATION for two Outdoor Switch- 
gear Structures for the DuBois and Lakeside 

Substations. 
| BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF FORT WAYNE, 
| INDIANA: 
i SECTION 1. A certain contract approved December 27, 1968, 
| between the City of Fort Wayne, by and through its Mayor and the 
| Board of Public Works, and ITE IMPERIAL CORPORATION, for: 
Two Outdoor Switchgear Structures and 
Accessories for the Dubois and Lake- 
side Substations, 
| for a total cost of $24,955.00, all as more particularly set 
| forth on CITY UTILITIES PURCHASE ORDER NO. 4358, which is by 
| reference incorporated herein and made a part hereof, is hereby 


in all things ratified, confirmed and approved. 


SECTION 2. This Ordinance shall be in full force and 


effect from and after its passage and approval by the Mayor. 


SPECIAL ORDINANCE NO. S- 
AN ORDINANCE approving a contract with ITE 
IMPERIAL CORPORATION for two Outdoor Switch- 


 geāär Structures for the DuBois and Lakeside 
Substations. 


SECTION 1. A certain contract ee December 27, 1968 
o the City of Fort Wayne, by and through its Mayor and the 
Board of Public Works, and ITE IMPERIAL CORPORATION, for: | 

‘Two Outdoor Switchgear Structures and. 
Accessories for the Dubois and Lake- 


side Substations, 


for a poral cost of $24,955. 00, ali as more partie I set 


o aaa a ‘and made a part hereof, is here 


all things ratified, confirmed and approved. 


‘SECTION 2. This Ordinance shall be in full force and 


ect from and after its passage and approval by the Mayor. 


Bill No. S-69-01-04 
REPORT OF THE COMMITTEE ON CITY UTILITIES 


We, your Committee on City Utilities to whom was referred an Ordinance 


approving a contract with ITE IMPERIAL CORPORATION for two Out i 
Structures for the DuBois and Lakeside Substation pee 


have had said Ordinance unde sideration and beg leave to report back to the Common 
k 
Council that said Ordinance . ID PASS. : 


meee E ches 
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__WILLIAM K. CEAKE Vice-Chairman ————— E LWA 
E D ; / 
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DATEZ=2€ by FUAD G. BONAHOOM, CITY CLERK 


seconded by 


and duly adopted, read the second time by title and referrec 


to the (Committee on) See es, CE SEE (and—to-—the-Gi-ty~Pt ar 
Se ee ee 
(| 
.Commission-for-reecommendation Cand- Pýbtic Hearing’ to beheld after due.legal..notice,. 
w«at.the..Counci-l-Chambers,City-Hall;-Fort Wayne, Indiana, on tie 


Chi nn imam GG a 


Date: f- jy- bg $ 
City Clerk 
Read the third time in full and on motion by A, EA 5 


seconded by Aloe bee, and duly adopted, placed on its passage. 


Passed (HOSP) by the following vote: 


AYES f j NAYS O ABSTAINED k ABSENT to-wit: 
Adams KX 
Dunifon a 
Fay — 
Geake L 
Nuckols 
Robinson 
Rousseau 
Steigerwald 
Tipton ? 5 


Date 


City Clerk 


Passed and adopted by the Common Council of the City of Fort Wayne, Indiana, as i 
Sore ede ee a y Ordinance (Resolution) No.5 /G-Z5 


= pith 
on the sg e= 


ATTEST: 


dg. 00 o'clock 


City Clerk 


Approved and signed by me this 4 a day of Ga A 5 1962 — 


at the hour of EZA o'clock A .M.,E.S.T. 


Mayor 


